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Elizabeth Jones was born 1844 on Sunday in the afternoon 
5 (?) oclock Jun 23 at Carbondale 


Mary Jones was Born 1843 friday at 4 oclock in the morning 
May 10th at Carbondale 


Sarah Jones was born 1880 (?) in afternoon tuestday hape pas 
2 oclock April 14th at Carbondale 








DEATHS 


John Jones 1833 Brial twings Dec 3 at Carbondale 
Thomas Jones was 1833 Brial Dec 7th at Carbondale 


Samul Edw Jones be Dede July 28th 1841 

Elizabeth Jones she Dead August 4th Carbondale 1841 
Samul Jones he died Oct. 28 1848 

Mrs Eleanor Jones died Jan 7 1852 


Mrs Eleanor Jones Jan 7 1852 her funeral text was in 
the 23 Psalm 4th verse Aged 39 years 


Mrs Eleanor Jones died Jan 7 1852 

Samuel Jones was born on tuestday in the after noon 
haf pas 2 o clock Oct 28 at Carbondale 

Samuel S. Jones was Born June 21 1850 


Samuel S, Jones Died at 14 Darte Avenue, Carbondale, Pa. 
on April 16, 1928 (This entry was written by EPJ) 


